I Think You Will Love This Music Too - Montage #342 


“Jean Sibelius - Symphonies No. 1 & 2 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Jean SIBELIUS (1865-1957) 



Symphony(ie) No.1 in E Minor / en mi mineur, Op. 39 

YIe Radion sinfoniaorkesteri 

Jukka-Pekka Saraste, conducting / direction 

00:00 

11:09 

20:23 

25:40 

1. Andante ma non troppo. Allegro energico 

2. Andante ma non troppo lento 

3. Scherzo: Allegro 

4..Finale (Quasi una fantasia): Andante. Allegro molto 



Symphony(ie) No. 2 in D Majorr / en re majeur, Op. 43 

Berliner Philharmoniker 

Okko Kamu, conducting / direction 

38:28 

48:03 

63:45 

70:49 

1. Allegretto 

2.. Tempo andante ma rubato 

3. Vivacissimo 

4. Finale: Allegro moderate 



(Total - 85:45) 












